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Upper Stillwater 
Hanna 

Soldier Creek 
Jordanell 
Currant Creek 
Monks Hollow 
Hobble Creek 
Round Knol 


Name 
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Capacity in Acre Feet 


38,500 
12,000 
1,370,000 
170,000 
18,200 
9,000 
850 


TABLE II 
Storage Dams and Reservoirs 
Type of dam Height 
Earth Rock 205 ft. 
Earth Rock 105 ft. 
Earth Rock 268 ft. 
Earth Rock 240 ft. 
Earth Rock 133 ft. 
Earth Rock 160 ft. 
Earth Rock 84 ft. 
Earth Rock 75 ft. 


Tunnels and Canals 


Rock Creek-Duchesne 
Duchesne-Wolf Creek 

Wolf Creek-W. Fork Duchesne 
West Fork-Currant Creek 
Currant Creek-Layout 
Layout-Water Hollow 

Water Hollow-Strawberry 
Strawberry-Diamond Fork 


Length 


45,500 ft. 
15,700 ft. 

4,200 ft. 
42,000 ft. 

8,300 ft. 
17,000 ft. 
19,800 ft. 
19,900 ft. 


6,100 


Capacity 


283 C.F.S. 
313 C.F.S. 
333 C.F.S. 
463 C.F.S. 
553 C.F.S. 
561 C.F.S. 
574 C.F.S. 


